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a Polling Location 


Precinct 

Polling Place 

Address and Entrance 

1 

Thompson School 

187 Everett Street (Entrance on 
Everett Street and North Union 
Street) 

2 

Hardy School 

52 Lake Street (Entrance on 
Brooks Avenue) 


Thompson School 

187 Everett Street (Entrance on 
Everett Street and North Union 
Street) 

4 

Hardy School 

52 Lake Street (Entrance on 
Brooks Avenue) 


Thompson School 

187 Everett Street (Entrance on 
Everett Street and North Union 
Street) 

6 

Hardy School 

52 Lake Street (Entrance on 
Brooks Avenue) 

■ 7 

Town Hall 

730 Massachusetts Avenue 
(Near Robbins Library) 

8 

Town Hall 

730 Massachusetts Avenue 
(Near Robbins Library) 

n 9 

Bishop School 

25 Columbia Road (Entrance on 
Stowecroft Road) 

10 

Town Hall 

730 Massachusetts Avenue 
(Near Robbins Library) 

11 

Bishop School 

25 Columbia Road (Entrance on 
Stowecroft Road) 

12 

Brackett School 

66 Eastern Avenue (Left at 

Water Tower at top of Park 
Avenue) 

13 

Stratton School 

180 Mountain Ave 

14 

Brackett School 

66 Eastern Avenue (Left at 

Water Tower at top of Park 
Avenue) 

15 

Stratton School 

180 Mountain Ave 

16 

Dallin School 

185 Florence Avenue (Entrance 
on Florence Avenue) 

1 17 

Peirce School 

85 Park Avenue Extension 
(Entrance on Newland Road) 

18 

Dallin School 

185 Florence Avenue (Entrance 
on Florence Avenue) 

19 

Peirce School 

85 Park Avenue Extension 
(Entrance on Newland Road) 

1 20 

Dallin School 

185 Florence Avenue (Entrance 
on Florence Avenue) 

1 21 

Peirce School 

85 Park Avenue Extension 
(Entrance on Newland Road) 
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Boundaries effective December 31,2011 
and derived from a map provided by 
William F. Galvin, Census Liason. 


The information shown on this map is from the 
Arlington Geographic Information System (GIS) 
database and is intended for informational purposes 
only. The Town of Arlington has made reasonable 
efforts to ensure accuracy of the content, but does not 
guarantee the accuracy of the information. Users are 
responsible for determining its suitability for their 
intended use or purpose. 

Map created by the Arlington GIS Office, 5/19/2020. 
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